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CONFIDENTIAL 

PAGE 01 BANJUL 00641 191353Z 
53 

ACTION 10-14 

INFO OCT-01 AF-10 EA-11 ISO-OO CIAE-00 DODE-OO PM-07 H-03 

INR-10 L-03 NSAE-00 NSC-10 PA-04 RSC-01 PRS-01 SPC-03 

SS-20 USIA-15 ACDA-19 DRC-01 /133 W 

029790 

R 171654Z NOV 73 
FM AMEMBASSY BANJUL 
TO SECSTATE WASHDC 1579 
INFO USMISSION USUN NEW YORK 
AMEMBASSY PHNOM PENH 
AMEMBASSY DAKAR 

CONFIDENTIAL BANJUL 641 

E.O. 11/52; GDS 

TAGS: PFOR , CB GA UNGA 

SUBJECT: KHMER REPRESENTATION IN UN 

1. SAW GOTG VP AND FOREIGN MINISTER AND ANDREW CAMARA 

ON KHMER REPRESENTATION. DREW ON MAJOR POINTS REFTELS TO STRESS 
DESIRABILITY DELAY IN BRINGING ISSUE TO VOTE. 

2. CAMARA GOTC RECOGNIZED GRUNK AS SOLE 

LEGIT GOVERNMENT OF CAMBODIA AND WHEN ISSUE AROSE WOULD 
UNDOUBTEDLY SUPPORT ITS SEATING. FURTHER, SAW NO REASON WITHHOLD 
INVITATION FOR GRUNK TO ATTEND LOS CONFERENCE. 

COMMENT: CAMBODIA REMOTE ISSUE ON WHICH GOTG HAS NO STRONG 
FEELINGS AND WIN POINTS AMONG NON-ALIGNED NATIONS BY SUPPORT 
ING EXPULSION GRK. CONVERSATION ENTIRELY FRIENDLY 
BUT UNHELPFUL IN ACHIEVING USG GOALS. REGRET FURTHER ACTION 
THIS ISSUE UNLIKELY BE USEFUL HERE. 

MACFARLAND 


CONFIDENTIAL 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEMBER ADMISSIONS, GRUNK 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BANJUL00641 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DG ALTERED 
Executive Order: GS 
Errors: N/A 
Film Number: n/a 
From: BANJUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 1 27/aaaaatss. tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION 10 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Jan-2002 by martinjw>; APPROVED <28-Jan-2002 by golinofr> 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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